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Grand Rapids , Mich 












PINE REST SANITARIUM 

and Christian Psychopathic Hospital Chapel 

• This chapel was constructed in 1929. Funds 
for its construction were donated by seven 
C- P. H. Ladies' Circles. Twice on Sunday and 
once during the week services are conducted 
here. These services are transmitted by means 
of a sound system to all our hospital buildings. 
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